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THIS IS UNEVALUATED INFORMATION 


25X1 

!o The Pressler AG in Cursdorf (Thuringia) has been producing regular Geiger 
counters and counters ulth snail w indows for the exploration of very soft 
beta ray activity. As reported ln | | the Russians ordered the firm 

to produce 10*000 regular counters per month , but actual production has 
been much less. For the last six months soft beta ray counters have been 25X1 A2G 
produced at the rate of 250 to 300 per month. 

2* The two counter typos differ not only in the tall construction of the tubes 
but also in volume. The windows of the second type are made of rica of 1 
on air equivalent thickness* The tubes provided with windows* in order to 
keen down the gas volume, have an otnrago volume of about three cubic centi- ' 

meters, a diameter of about one centimeter and various lengths, varying be- 
tween 2|- to four centimeters o The regular counters have a diameter of about 
two centimeters and a length up to twenty centimeters. (As reported pre- 
viously their wails consist of potassium-free glass with a very thin silver 
layer. ) 


The window-type counters serve the purpose of indicating very soft beta 
activity, for instance, of C-*4, an active carbon isotope emanating very 
soft beta rays. Both types are used for research, survey, monitoring, 
etc. 5 but also for an additional particular purpose, namely, for indicat- 
ing the presence of radio-active poisons. Generally speaking and regard- 
less of war purposes, both types are indispensable for modern chemical and 
physiological research and are being applied in these fields (as tracer 
chemicals) . 


4* PegtlnatjLon of counters 


The Pressler firm does not ship the counters to their destinations. There- 
fore no definite destinations are known. The counters are taken from the 
firm by tho Russians. It is reported that a large part of the counters, in- 
cluding a relatively small number of window tyre counters, is being distri- 
buted to unite of the Russian Airy, down to company level, for the purpose 
of indicating the presence of radio-active activity and mainly of radio-active 
poisons, in case of war. This is in addition to their standard use for re- 
search and uranium exploration. 
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